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UNCLASSIFIED 

PAGE 01 KABUL 05382 031130Z 
ACTION OES-07 


Message Text 


INFO OCT-01 NEA-11 ISO-OO INT-05 CCO-OO PASO-OO /024W 

009531 031330Z/50 

R030715Z JUL 78 
FM AMEMBASSY KABUL 
TO SECSTATE WASHDC 8873 


UNCLAS KABUL 5382 


FOR: JON PETERSON, ALBUQUERQUE SEISMOLOTICAL LAB 
USGS KIRKLAND AFB, EAST ALBUQUERQUE, NM 87115 

E.O. 11652: N/A 
TAGS: TPHY, AF 

SUBJECT: KABUL SEISMIC STATION 


1 . THE SEISMIC STATION'S TAPE DECK IS NOT WORKING AND 
REQUIRES MAINTENANCE. SCHRODER ALSO ADVISES THAT 
SEVERAL OTHER SYSTEMS ARE ALSO OUT OF ORDER. 


2. TWO SHIPMENTS DATED JUNE 15, 1978, CONSISTING OF 

LAMPS AND BOXES OF LINAGRAPH PAPER HAVE BEEN RECEIVED. 

AMSTUTZ 


NOTE BY OC/T: PASSED TO ABOVE ADDRESSEE. 


UNCLASSIFIED 
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